BARSTOW l RAVE loDCE 

30 All Modern Units 

Heated Swimming Pool — Units Cooled by Refrigeration 
Radio and TV 

1261 W. Main Street on West Highway 66 
Barstow, California 
Phone 2924 

Recommended by AAA — Duncan Hines 
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